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TECHNICAL PUBLICATION 


MAGNETIC FLUX COMPRESSION EXPERIMENTS USING PLASMA ARMATURES 

1. INTRODUCTION 


Practical deep space mission scenarios require extremely high energy density vehicle concepts, and 
magnetic flux compression reactors appear to offer one plausible means of meeting the rigorous propulsion 
and power requirements. Litchford et al., for instance, discuss several pulsed magnetic flux compression 
reactor configurations of potential interest. * 

In these devices, the expanding diamagnetic plasma cloud produced by a detonation compresses 
the initial magnetic flux within a semienclosed reactor structure until the expansion is ultimately reversed 
and expelled by increasing magnetic pressure. Reactors of this type can accomplish two important 
functions: (1) Collimation and reflection of the hot diamagnetic plasma for direct thrust production with 
minimal ablative effects; and (2) electric power generation by direct energy conversion. Preliminary 
system-level assessments indicate that such devices could yield the specific power and spacecraft accelera- 
tion levels deemed necessary for practical exploration and development of the solar system. 

Of crucial importance to the complex underlying magnetohydrodynamic (MHD) processes in field 
compression reactors is the magnetic Reynolds number the value of which depends upon the product 
of plasma electrical conductivity and velocity. Indeed, flux diffusion losses into the plasma will be severe 
unless R^»l. As such, a thorough understanding of MHD phenomena at high magnetic Reynolds num- 
bers is essential to the reliable design and operation of flux compression reactors. 

Of equal importance is the potential development of Rayleigh-Taylor or interchange instability as a 
heavy fluid (i.e., plasma) is decelerated by a light fluid (i.e., magnetic field).^--"’ In this type of instability, 
the fluids tend to interchange positions into a lower energy state via classic bubble-and-spike formation 
and can result in the ejection of high-speed jets from the main plasma cloud which may impact the reactor 
wall with disastrous consequences. It is therefore essential to have a reliable working knowledge of the 
origin and mechanisms of this class of instability, which can assume various forms depending upon the 
magnitude of the ion Larmor radius. 

When the Larmor radius is small compared to density gradients and wavelengths, the Rayleigh- 
Taylor growth rates for the MHD fluids are the same as for ordinary fluids having greatly disparate densi- 
ties. This was first clearly observed in the classic laboratory plasma gun experiment of Dickinson et al.^ On 
the other hand, when the ion Larmor radius takes on values comparable to the density gradient length, the 
MHD instability regime is predicted to stabilize. Ironically, it has been discovered that as the ion Larmor 
radius becomes large compared to the characteristic dimensions of the plasma (i.e., when the ions become 



effectively unmagnetized while the electrons remain effectively magnetized), an entirely new form of 
interchange instability emerges having a growth rate larger than the original MHD instability.^ 

As a means of acquiring a deeper level of understanding with respect to these phenomena, the 
authors have embarked on a series of simplified flux compression laboratory experiments designed to shed 
insight into the physical processes of critical importance. Specifically, we intend to explore a plasma gun 
configuration similar to that introduced by Dickinson et al. in which the ejected plasma impacts a solid 
metal barrier and forms a radially expanding plasma armature, which in turn interacts with an applied axial 
magnetic field.^ Following a previous suggestion of Litchford et al.,' it is also deemed desirable to explore 
high-temperature superconducting materials for use as a stator compression surface. The basic experimen- 
tal configuration of interest is shown in figure 1. 

As a prelude to this intensive basic scientific study, exploratory experiments have been carried out 
as part of an attempt to quantify the magnetic Reynolds number characteristics of the plasma jet source. In 
this experimental effort, illustrated schematically in figure 2, the plasma jet velocity was deduced from 
time-of-flight measurements using optical probes and the electrical conductivity was measured using a 
previously developed inductive probing technique.^ This Technical Publication reports the design and 
development of the basic laboratory apparatus and documents the preliminary results from our initial plasma 
jet source characterization study. 


2 



2. EXPERIMENTAL APPARATUS 


The basic apparatus for the plasma jet source characterization study is a high-voltage capacitive 
discharge circuit coupled with an ablative conical cavity pulse plasma gun which fires into an evacuated 
cylindrical tube. An inductive probe is used to measure electrical conductivity, and fiber optic probes 
mounted in the tube wall are coupled to fast response detectors for time-of-flight measurement of jet 
velocity. The essential subsystems are described in detail in sections 2.1 through 2.4. 

2.1 High-Voltage Capacitor Discharge Bank 

A high-voltage capacitive discharge circuit was designed for general-purpose duty as shown sche- 
matically in figure 3. It consists of a bank of 2 -|liF, 60-kV capacitors which can be combined in parallel to 
form a group having a total capacitance of nC where n=l,2, 3, or 4 and C=2 pF. The bank was configured 
with n-\ for all tests in this particular series of experiments. 

The circuit incorporates a 30-kV, 33-mA high-voltage dc power supply as a charging source for the 
bank, and various 40-kV-rated relays permit remote operation of the charge-discharge cycle. For example, 
charging is accomplished by opening the normally closed dump relay, closing the normally open source 
isolation and ground isolation relays, and supplying power through a charging resistor (/?^= 1 00 k^2) which 
limits the maximum current draw. Once the bank reaches the desired voltage level, the source isolation and 
ground isolation relays are opened as a means of isolating the circuit, and the discharge is triggered with a 
pulse transformer which drives a 30-kV-rated-spark gap switch. If the circuit fails to discharge, the stored 
energy can be rapidly and safely dissipated in a power resistor (/?^=10 kO) by simply deactivating the 
dump relay. A bleed resistor (/?^=10 MQ) is also incorporated into the circuit to provide continuous drain- 
age of energy and to ensure that the bank does not become inadvertently charged. 

The high-voltage capacitive discharge circuit is coupled with the pulse plasma gun through a simple 
coaxial transmission line. A high bandwidth, 10,000:1 voltage divider and a 0.001-mV/A current trans- 
ducer are also available for monitoring the bank and for accurate measurement of discharge waveforms. 

2.2 Pulse Plasma Gun 

The simple pulse plasma gun developed for the present experiments is geometrically similar to 
Dickinson’s original pulse crater gun.^The basic design is essentially that of a conical cavity pulse plasma 
thruster in which a pin electrode (i.e., cathode) is situated at the apex of the cone and a ring electrode (i.e., 
anode) is situated at the base of the cone. The conical insulator is machined from DuPont’s Teflon®, which 
serves as an ablative propellant source during high current discharge. 

Two plasma guns were designed and constructed with included cavity angles of 30° and 60°, 
respectively. The assembly drawing for the 30° conical plasma gun is shown in figure 4 along with photo- 
graphs of the assembled units. 
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2.3 Optical Probes 


The pulse plasma gun is mated to an evacuated tube having fiberoptic probes embedded at 1/2-cm 
intervals along its length. The design includes a total of 12 probes yielding an active probing length of 
6 cm. These fiber optic probes are connected to fast rise time (1 ns) detectors whose output signals are 
recorded with high bandwidth digital oscilloscopes. The authors recognize that the true plasma jet leading 
edge may not be spatially correlated with optical emission; nevertheless, the time of flight of optical emis- 
sion is considered a reasonable basis for estimating plasma jet velocity. 

2.4 Inductive Probe 

In the current set of experiments, an attempt was made to measure plasma jet electrical conductiv- 
ity using a weakly intrusive inductive probing technique that was originally developed for shock wave 
studies.^ In previous related work, the authors succeeded in adapting this inductive probing scheme for 
application to plasma jets emitted from shaped charge explosives,^ and it was believed that the technique 
could also be successfully adapted for the pulse plasma gun source. A brief summary of inductive probe 
theory, design, calibration, and operation is provided below, and the reader is referred to the original sources 
for further details. 

2.4.1 Fundamental Principles of Operation 

The inductive probe, illustrated in figure 5, is a simple electromagnetic system consisting of two 
adjacent coils wound on a nonmagnetic tube. The field coil (i.e., solenoid) is first excited by a dc power 
supply in order to introduce an axisymmetric magnetic field inside the tube. The resulting field lines are 
illustrated in figure 5. A small search coil is situated slightly forward of the excitation coil to pick up the 
electromagnetic disturbance produced by passage of the plasma jet. 

As the plasma jet enters the field region, it displaces the magnetic field lines due to its diamagnetic 
properties. That is, eddy currents are established in the plasma which resist magnetic field penetration. 
This perturbation, or compression, of the magnetic field lines induces an electromotive force (emf) in the 
search coil. The magnitude of the emf is representative of the degree of field displacement and, given the 
jet velocity, can be correlated with the plasma electrical conductivity. Actual recovery of the electrical 
conductivity distribution from the induced emf signal requires the difficult inversion of a Fredholm inte- 
gral equation of the first kind, as shown in section 2.4.2 which is devoted to the mathematical theory of 
probe operation. 

In principle, the plasma conductivity can be directly calculated from the coil geometry and the 
known jet velocity; however, Lin et al. have demonstrated that it is much easier to obtain the probe 
response function empirically by firing a metallic slug of known conductivity through the device.^ 

2.4.2 Mathematical Theory of Operation 

Following the mathematical analysis of Lin et al. for the inductive probe, we arrive at a Fredholm 
integral equation of the first kind for the conductivity (<r)^ 
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( 1 ) 


<D(5) = {s - 4 , 

Uclc^c 

where <I>(^) is the integrated induced voltage signal on the search coil, 

0(5) = JV(5)^5 , (2) 

and V(s) is the output signal of the search coil. A diagram of the parameters relevant to the mathematical 
analysis is given in figure 6. The major parameters are the length of the conductive region behind the shock 
(/), the distance from the search coil to the shock (j'), the distance from the search coil to an arbitrary point 
behind the shock (x), the distance from an arbitrary location a: to the shock (|=5-x), the velocity of the 
shock (U), the particle velocity behind the shock (u), the field coil current during a test (/), the velocity of 
the calibration slug (u^), the field coil current during calibration (/^), the electrical conductivity of the 
calibration slug ( the calibration slug response function or kernel ( and the unknown plasma electri- 
cal conductivity distribution (Oq). 

The Fredholm integral equation of the first kind has the general form 


8(s) = jy{s4)f{^)d^ ’ 


(3) 


where g{s) is a known function (i.e., the measured signal), K{s,^) is the kernel, andy(<^) is the unknown 
distribution function. In general, closed-form analytical inversions can be obtained only for special func- 
tions, and one must resort to numerical methods. 


Numerical deconvolution algorithms for recovering y(^) are generally based on a linear vector 
space representation of equation (3). Turner et al. discuss the numerical inversion issues associated with 
this inversion, including the severe instabilities commonly encountered with the Fredholm integral equa- 
tion of the first kind, and they demonstrate the application of a constrained linear inversion technique to 
this problem. 


In many cases, however, interpretation of the experimental data can be facilitated by an approxi- 
mate treatment of the integral equation. For example, Lin et al. showed that it is possible to express the 
ratio between the maximum conductivity ((f) behind the shock wave and the calibration slug conductivity 
i<7^) as 


and 
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where V^p and are the peak and the pulse area of the calibration slug response function, respectively; 
and <I> are the peak and the pulse area of the calculated voltage curve; and y/^ and y /2 are functions depen- 
dent on the conductivity distribution. Various results for different conductivity distributions are tabulated 
in the literature.^ 

For the special case where the conductivity distribution is a step function and the probe response 
function is Gaussian, both and 1//2 are unity. When the conductivity distribution deviates from a step 
function, it turns out that y/^ and y /2 are equal to unity plus a small correction term. This mathematical 
behavior is extremely useful for the purpose of estimating the characteristic plasma jet conductivity 
encountered in our experiments. 

2.4.3 Probe Design 

The detailed design of the inductive probe is shown in figure 7. The basic structure is a nylon coil 
form which has been machined to accept two coil windings. The coil form has a bore diameter of 1 .3 in and 
a wall thickness of 0. 125 in. A 900-turn magnet field coil was wound from No. 18 enameled magnet wire. 
The resulting solenoid has a length of 1 .5 in and an outer diameter of 3.8 in. The search coil consists of dual 
25-turn windings of No. 28 enameled magnet wire. These windings can be connected in series or in a push- 
pull configuration as demonstrated by Lin et al.^ 

The excitation field coil was designed to produce a solenoidal magnetic field between 0.5 and 1 T 
inside the bore. A 20-kW dc power supply was used to drive the excitation coil at 300 V (maximum), and 
the operating time was limited to 1 s in order to minimize resistive heating. 

The field coil was calibrated by measuring the time-varying current when activated by a solenoid 
switch. The time-varying magnetic field in the bore was also measured using a Hall probe connected to a 
Gauss meter. The resulting waveforms are shown in figure 8 at maximum applied excitation voltage. We 
observed a rise time of 20 ms, a peak current of 56 A, and a peak field intensity of 0.8 T. Reproducibility of 
these waveforms was excellent. The waveforms remained relatively flat around the peak values for =15 ms 
after which they gradually decayed and stabilized to =63 percent of their maximum values. Therefore, a 
15-ms target window was identified for probing at maximum field strength. 

In the shock tube experiments of Lin et al., electrostatic effects were encountered which were 
associated with nonuniform charge distributions in the ionized gas.^ This effect, while of great physical 
interest, introduces a finite capacitance between the search coil and the plasma and could lead to spurious 
signals. This difficulty was overcome by connecting dual-turn windings in a push-pull configuration, as 
shown in figure 9. The center tap is connected to ground and 1-kQ shunt resistors are used to achieve 
critical damping. In this configuration, the capacitive pickup from the two ends of the coil is canceled 
while the inductive pickup is unaffected. A similar strategy was implemented in our probe design so that 
we are able to utilize either a 50-turn standard connection or a dual 25-turn push-pull connection, as needed. 

2.4.4 Probe Calibration 

In order to calibrate the inductive probe, it is necessary to fire a metal slug of known electrical 
conductivity through the probe. The velocity of the slug must also be measured. To accomplish this 
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requirement, a simple compressed light-gas gun was developed using 150 psi helium stored in a small 
cylinder. The helium was released into the gun breech by a solenoid-actuated valve, which could be trig- 
gered electronically, and a 4-in-long, I -in-diameter aluminum cylinder was propelled down a plastic barrel 
and through a glass tube holding the probe assembly. The resistivity of the aluminum was p=3xl0“^ Q-m. 
The velocity of the slug was inferred from the deflection of a laser beam. A digital computer-controlled 
firing sequence was implemented incorporating appropriate timing delays, and the various signal 
waveforms were captured on a digital oscilloscope. A schematic of the calibration apparatus is shown in 
figure 10. 

The timing for the calibration experiment was crucial. For example, to hit our target window it was 
necessary to accurately trigger the excitation field coil 20 ms before the slug entered the active probe 
region; otherwise, the probe would not be at maximum field strength at the appropriate moment. This 
timing problem was summarily resolved after several test shots. 

To measure the slug velocity, we directed a laser beam through the glass tube and onto a fast 
response optical detector. When the slug entered the glass tube, the laser beam was deflected and the 
detector signal fell. After slug passage, the beam path was cleared and the detector signal returned to its 
normal value. Therefore, we could determine the time of flight of the slug past the beam and infer the 
velocity from the known slug length. The captured detector waveforms indicated a time of flight of 
At~5 ms, and we deduced a slug velocity of 2,150±164 cm/s. 

The measured response function of the standard configuration search coil (50 turns) is shown in 
figure 1 1. This waveform, which represents an ensemble average of seven shots, consists of two perturba- 
tions. The first is the entrance perturbation associated with initial field displacement as the probe enters the 
active probe region. The second is the exit perturbation associated with restoration of the original field as 
the slug leaves the active probe region. When the slug fills the active region completely, there is no signal 
since the displaced field is quasi-steady. Only the entrance portion of the response function is needed for 
inversion purposes. 

The response function is very nearly Gaussian as can be seen from the fit shown in figure 12. Here, 
we have transformed to spatial coordinates using the known slug velocity. We observe that the response 
function reaches a peak value of =1.3 V when the leading edge of the slug is =3.5 cm past the search coil. 
The standard deviation of the Gaussian fit is 1.8 cm, indicating that the probe has an effective resolving 
power of =4 cm. This is more than sufficient to resolve the leading portion of a plasma jet. 

For the push-pull search coil configuration, a response signal is obtained from each segment of the 
search coil circuit where the output from each segment is referenced to the grounded center tap. Therefore, 
the entrance perturbation is positive for the push segment and negative for the pull segment. The exit 
perturbations are also of opposite sign. The response functions are again found to be nearly Gaussian, and 
the peak signal values are exactly half of that obtained for the standard configuration, as expected. The 
effective resolving power is also identical to the standard configuration. 
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3. PLASMA JET EXPERIMENTS 


To characterize the plasma jet source, two series of tests were carried out using the simple experi- 
mental setup illustrated in figure 2. In all of these tests, the vacuum chamber was pumped down to moder- 
ately low pressure (i.e., 25- to 27-inHg vacuum) with natural air as the background gas. The primary 
objective of the first series of tests was to obtain the plasma jet axial velocity distribution; therefore, they 
were conducted with the inductive probe removed. The primary objective of the second series of tests was 
to measure plasma jet electrical conductivity with the inductive probe installed near the exit of the plasma 
gun. The results are discussed in sections 3.1 through 3.3. 

3.1 Circuit Discharge Characteristics 

The nominal discharge voltage was 27 kV for all of the experiments with C=2 |iF. This implies the 
release of VV=1/2CV^=729 J, a large fraction of which is delivered to the plasma jet. The intensity of the 
resulting discharge was clearly evident from the high levels of erosion experienced by the plasma gun as 
determined from posttest inspections. 

The measured discharge current waveform from a typical shot is shown in figure 1 3. A peak current 
of 250 kA was observed with a ring-down time of =125 jis. The ringing frequency was =40 kHz. The 
resulting estimate for effective inductance, assuming a series LRC circuit model, indicates a need to reduce 
the inductance of the power delivery transmission line. Such modifications will be attempted prior to the 
initiation of follow-on experimental study. 

3.2 Plasma Jet Velocity Distribution 

With the inductive probe removed from the experiment, a series of shots were made in which the 
output signals from selected optical probes were recorded with digital oscilloscopes. The selected probe 
positions were located at 0, 1,2, 3, 4, and 5 cm from the plasma gun exit. 

Initial tests were carried out at 25-inHg vacuum to establish a baseline reference. It was quickly 
determined from the resulting data, however, that the plasma jet velocity was much lower than the targeted 
value of 10^ m/s. Believing that such poor performance was a direct result of the backpressure being too 
high, we undertook a second series of shots at 27-inHg vacuum. The inferred velocities improved dramati- 
cally but were still lower than the anticipated target value. 

The ensemble-averaged optical probe waveforms for both backpressures are shown in figure 14, 
and the inferred plasma jet velocity distributions, based on the time difference between rising edges, are 
provided in figure 15. At 25-inHg vacuum, the maximum velocity is =2 km/s, and at 27-inHg vacuum, we 
observe an increase to =4.5 km/s. Although the velocity levels fell short of expectations, a slow axial 
velocity decay characteristic was achieved, as desired. Clearly, lower backpressures are needed to obtain 
higher velocities, but lower backpressures may also tend to reduce jet momentum since there will be less 
ejected mass. 
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Unfortunately, attempts to obtain shots at lower backpressures were not successful at this time, 
apparently due to arcing effects inside the vacuum chamber. Further design modifications will be neces- 
sary before it will be possible to obtain reliable velocity data in a lower pressure regime. 

3.3 Plasma Jet Electrical Conductivity 

The final series of tests were carried out with the inductive probe installed in an attempt to measure 
plasma jet electrical conductivity. In these tests, the search coil was located =1 cm from the plasma gun 
exit. This location was selected based on the criteria that the ring-down process be completed before the 
plasma Jet enters the region of influence of the probe. The previous velocity measurements along with the 
measured discharge current waveform permitted a preliminary estimate to be made for the appropriate 
search coil location. 

Because the electrical conductivity was anticipated to be relatively high, the inductive probe tests 
were performed at low excitation coil current. The measured value was nominally 13 A. This was sufficient 
current to produce =0.2 T in the active probing region. It was felt that higher fields would only make the 
measurement more intrusive without benefiting sensitivity. 

To avoid any possible electrostatic effects on the probe measurements, we also elected to utilize the 
push-pull search coil configuration. During initial testing, however, the search coil signal was subject to an 
extremely high level of noise, and extraction of a meaningful signal proved impossible. After expending 
much effort in shielding the signal wires, a waveform was finally acquired in which we had some level of 
confidence. Unfortunately, attempts at follow-on testing to check for repeatability were not possible due to 
failure of the excitation coil power supply. 

The best measured inductive probe signal was obtained at 27-inHg vacuum with a discharge charge 
voltage of 27 kV. The resulting waveform (push coil only) is shown in figure 16 following subtraction of 
the ring-down noise and transformation to the spatial coordinate. The pull-coil waveform is symmetrical 
with the push-coil waveform about the abscissa and is not shown. The maximum amplitude of probe 
response was ^^=4.8 V. 

The reduced data for this test are summarized in table 1 based on application of both the peak ratio 
method, equation (4), and the peak integral method, equation (5). It is explicitly assumed that and i /^2 
are approximately unity. In general, the integral ratio method is expected to yield a better approximation 
since v ^2 should exhibit less deviation from unity in all cases. 

Table 1. Summary of inductive probe measurement. 


Parameter 

Dimension 

Peak Ratio 

Integral Ratio 

U 

km/s 

4 

4 

a*lGc 

10-^ 

9 

13 


10-2 

17 

24 

a* 

kS/m 

30 

43 

lia*u 


150 

210 
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The peak electrical conductivity was found to be =30 kS/m based on the peak ratio method and 
=42 kS/m based on the integral ratio method. Thus, fia*u^\50 to 210 m“*. This implies that a range 
/?^=3 to 5 is achievable with our laboratory scale apparatus. 


4. CONCLUSIONS 


To summarize, we note that exploratory experiments have been carried out in an attempt to quan- 
tify the magnetic Reynolds number characteristics of a simple ablative pulse plasma gun. The jet velocity 
was inferred from time-of-flight measurements using optical probes, and the electrical conductivity was 
measured using a previously developed electrodeless inductive probe. Using air at 27-inHg backpressure, 
measured velocities were found to approach 4.5 km/s, and measured conductivities were in the range of 
30 to 40 kS/m. This implied the attainment of magnetic Reynolds numbers in the range of 3 to 5 for our 
small-scale experimental apparatus. 

Therefore, it may be concluded that this pulse plasma gun source will provide suitable magnetic 
Reynolds numbers for supporting an intensive scientific study of magnetic flux compression using a rather 
simple laboratory configuration. Planned modifications to the power delivery transmission line and vacuum 
insulation design should permit the attainment of higher Jet velocities at lower backpressures with the 
potential for increasing the magnetic Reynolds number range even further. 


11 



REFERENCES 


1 . Litchford, R.J.; Robertson, G.A.; Hawk, C.W.; Turner, M.W.; and Koelfgen, S.: “Magnetic Flux Com- 
pression Reactor Concepts for Spacecraft Propulsion and Power,” NASA TP-2001— 210793, Marshall 
Space Flight Center, AL, January 2001 ; AIAA Paper 2000-2669, June 2000. 

2. Lord Rayleigh: “Investigation of the Character of the Equilibrium of an Incompressible Heavy Fluid of 
Variable Density,” Scientific Papers, Vol. II, Cambridge, England, 1900. 

3. Taylor, G.I.: “The Instability of Liquid Surfaces when Accelerated in a Direction Perpendicular to their 
Planes,” Proc. Roy. Soc. London Series A, Vol. 201, pp. 192-1%, 1950. 

4. Kruskal, M.; and Schwarzschild, M.: “Some Instabilities of a Completely Ionized Plasma,” Proc. Roy. 
Soc. London Series A, Vol. 223, pp. 348-360, 1954. 

5. Chandrasekhar, S.: Hydrodynamic and Hydromagnetic Instabilities, Clarendon Press, Oxford, 1961. 

6. Dickinson, H; Bostick, W.H.; DiMarco, J.N.; and Koslov, S.: “Experimental Study of Rayleigh-Taylor 
Instability in Plasma,” Physics of Fluids, Vol. 5, No. 9, pp. 1048-1056, l%2. 

7. Ripin, B.H.; McClean, E.A.; Manka, C.K.; Pawley, C.; Stamper, J.A.; Peyser, T.A.; Mostovych, A.N.; 
Grun, J.; Hassam, A.B.; and Huba, J.: “Large-Larmor-Radius Interchange Instability,” Phys. Rev. Let- 
ters, Vol. 59, No. 20, pp. 2299-2302, November 1987. 

8. Turner, M.W.; Hawk, C.W.; and Litchford, R.J.: “Inductive Measurement of Plasma Jet Electrical Con- 
ductivity,” NASA TP-2001—210794, Marshall Space Flight Center, AL, January 2001; AIAA Paper 
2000-3369, July 2000. 

9. Lin, S.-C.; Resler, E.L.; and Kantrowitz, A.: “Electrical Conductivity of Highly Ionized Argon Pro- 
duced by Shock Waves,” J. App. Phys., Vol. 26, No. 1, pp. 95-109, January 1955. 


13 


Superconductor Stator 



Vacuum 

Chamber 

\u Copper 

Barrier 


C 


Pulse 

Plasma 

Gun 


3 



Plasma 

Armature 


▲ 



Excitation 

Coil 



Triggered Spark Gap 



Figure 1. Simple radial-mode configuration for basic experimental study of magnetic 
flux compression processes using a pulse plasma gun source. 





Figure 3. Schematic of high-voltage capacitor discharge circuit. The major component 

specifications are 30-kV/33-mA dc power supply; 60-kV/2- to 8-|j.F capacitor bank; 
40-kV/125-A relays; 30-kV power resistors {R^=\00 kQ, ^^10 kQ, /?^=10 MQ); 
and 30-kV-spark gap switch. 
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Figure 4. Assembly drawing of the 30° conical pulse plasma gun and photographs 
of the assembled units. 
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Figure 5. Illustration of inductive probe principle of operation. The plasma jet displaces 
the field lines of the excitation coil and induces an electromotive force in the 
search coil. The degree of field displacement can be correlated with plasma jet 
electrical conductivity. 
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Figure 9. Illustration of standard and push-pull search coil configurations. The critical 
damping resistance is /?^1 kQ-m. 
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Figure 10. Schematic of experimental apparatus used for probe calibration. A light-gas gun 
was used to fire a 10-cm-diameter aluminum slug through the probe where 
velocity was inferred from the deflection of a laser beam. 
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Figure 11. Measured response function for standard search coil configuration. 
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Figure 13. Measured discharge current waveform for the pulse plasma gun circuit at 27 kV. 
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Figure 14. Ensemble-averaged optical probe waveforms at 25- and 27-inHg vacuum. 
Probes are located at 0, 1, 2, 3, 4, and 5 cm from gun exit. 
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Figure 16. Measured probe response at 27-inHg vacuum and a discharge voltage of 27 kV. 
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